| Business] Flat Panel Display 


15" (15.0" Viewable) 


Up to 1024 x 768 Resolution 


Wide Viewing Angle 


DESIGNED for 
PCéMlazc 


miro displays, inc. 
888.647.6462 


When space on your desk 
is at a premium, the Radius 
S-1F is the perfect display. 
The Radius S-1F provides 
bright, crisp colors with a 
wide viewing angle. Ideal 


for both home and office. 
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S-1F BUSINESS FLAT PANEL DISPLAY 


SPECIFICATIONS 
Panel 15" (15.0" viewable) TFT USER CONTROLS 
Active Matrix LCD Panel 
e User Controls: 
Contrast Ratio 200:1 eel eck 
e Brightness 
: ; e H. Position 
Brightness 200 (cd/m2) Typical e V. Position 
Viewing Angle 120° horizontal; +55°/-55° vertical ° Tuning 
e H. Sizing 
Scanning Frequency Horizontal: 31.25-60.24 kHz, eens 
Vertical: 56-75 Hz ° Language 
e Color Control 
Max Resolution 1024 x 768 e Gamma 
e OSD Position 
Signal Connector HDB15 (PC) 


Power Supply 


Power Consumption 


HDB15F - DB15M Adapter (Mac) 


100-240 Vac @ 50/60Hz 
EPA Energy Star compliant 
VESA DPMS compatible 


On Mode: 42W Standby: <6W 


REGULATORY APPROVALS 


FCC Class B, CE Mark, EPA Energy Star, 
TCO 99, UL, CSA, VESA DPMS 


Suspend: <6W Off Mode: <5W RESOLUTION 
Environmental Range 32 to 104 deg. F (0 to 40 deg. C) Mode screen Refresh Rate 
(Operating) 20%-90% humidity (noncondensing) 640 x 480 up to 75Hz 
800 x 600 up to 75Hz 
Pixel Rate/Bandwidth 80MHz 832 x 624 up to 75Hz 
1024 x 768 up to 75Hz 


Dimensions (WxDxH) 


Weight 


FEATURES 


15.3" x 7.9 x 16.0" 
388mm x 201mm x 406mm 


Net: 10.5 Ibs. (4.8 kg) 


Multi-scanning between 31.25kHz and 60.24kHz 
15.0" TFT active matrix LCD panel 

1024x768 resolution at 75 Hz 

15 preset timings for PC and Mac 


Compatible w/ standard IBM VGA, extended VGA, superVGA, 
IBM XGA, SBA/2 & VESA ergonomic standards 


Windows 95 & 98 Plug & Play (VESA DDC1/2B) 

Compatible w/ Apple Centris, Quadra & Power Mac 

262,144 displayable colors (18-bit color) 

Wide viewing angle (120° horizontal; +55°/-55° vertical) 
Universal power supply 

Tilt-and-swivel base 

TCO'99 compliant 

EPA Energy Star compliant 

VESA Display Power Management Signaling (DPMS) compatible 


DESIGNED for 
PCéeMac 


www.mirodisplays.com 
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